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St. Stephens Cathedra] in the Stefansplatze is the 
most important place of worship in Vienna. It was erected 
in the year 1147 and was partly destroyed on several 
occaions by fire. The southern tower, here shown, was 
erected in 1359 and attains a height of 453 feet, offering a 
magnificent view of the city and its environs. 
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